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MEMORANDUM FOR: 
SUBJECT : 


Chief, Contracts Division, OSA 


Extension of Contract with 
for Engineering Planning Studies 


1. It i s requeste d that | be added to the 

contract with I I to cover their effort from June 


through August 1 964 . 
individuals from I 


The services of three particular 
I will continue to be used to 


provide engineering direction for the development of 
advance state-of-the-art ECM equipment. 

2. Funds are available in Category II of the 
ASG/OEL Budget. 


Ch ief. Air SystenyS/Uroup 
(Of fide of ELINT) 


CONCURRENCES: * 
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ASG/OEL J 1 ccj 

Cys 1&2 - CD/OSA 

3 - ASG/OEL 

4 - PS/OSA 

5 - AD/OSA 

6 - B&F/OSA 

7 - C/DB/OEL 

8 - ASG Chrono 

9 - OEL Registry 
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( 1913308 Follow-on Wofk Statement ) — — - 

Electromagnetic Warfare Planning Operation 

The Electromagnetic Warfare Planning Operation will provide consulting 
services and staff planning aids pertinent to the overall management of an effec- 
tive, continuing electromagnetic warfare program. 

Specifically, the following effort will be part of the services provided: 

a. Detailed specification of the work statements for an operational 
ECM deception equipment, an electromagnetic environment simulator 
and related simulator test equipments. 

b. Technical monitoring^ guidance, and liaison between the program 
sponsor and contractors to enhance fulfillment of program objectives, 

c. Quantitative test evaluations and test planning. 

Additionally, the general objectives of the initial EMW Planning Operation 
work statement will apply. Related system studies, technical planning, con- 
ceptual design, statements of technical goals and technical evaluations will be 
conducted as required to fulfill integrated mission objectives. 
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